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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 10987 201308Z 
ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

210216Z 101882/64 

R 201036Z MAY 77 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2351 
AMCONSUL HONG KONG 
AMEMBASSY SINGAPORE 

UNCLAS BANGKOK 10987 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUB J : MAJOR PROJECT: REFRIGERATION EQUIPMENT AND SYSTEMS 

REF: A) 75 BANGKOK 25353, B) 76 BANGKOK A-248 

1 . RTG’S COLD STORAGE ORGANIZATION (CSO), WITH FUNDS 
PROVIDED BY THE ASIAN DEVELOPMENT BANK (ADB) PLANS 
TO PURCHASE AND INSTALL REFRIGERATION EQUIPMENT AND 
SYSTEMS FOR THE FOLLOWING FIVE NEW COLD STORAGE AND ICE- 
MAKING FACILITIES. 

A. HUA HIN PLANT IN SOUTHERN THAILAND-ONE 300 TON 
CAPACITY(-29 DEGREE CENTIGRADE) COLD STORAGE, 200 TON 
CAPACITY(0 DEGREE CENTIGRADE) COOLER STORAGE, 15 TON 
PER DAY ICE-MAKING EQUIPMENT AND 300 TON ICE STORAGE. 

B. PHUKET PLANT IN SOUTHERN THAILAND-200 TON 
CAPACITY(-29 DEGREE CENTIGRADE) COLD STORAGE, 100 TON 
(0 DEGREE CENTIGRADE) COOLER STORAGE, 10 TON FREEZERS, 

100 TON PER DAY ICE-MAKING EQUIPMENT AND 200 TON ICE 
STORAGE. 

C. SURAT THANI PLANT IN SOUTHERN THAILAND-200 TON 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGKO 10987 201308Z 

CAPACITY (-29 DEGREE CENTIGRADE) COOLER STORAGE, 100 TON 
CAPACITY (0 DEGREE CENTIGRADE) COOLER STORATEN 10 TON 
FREEZEN 100 TON PER DAY ICE-MAKING EQUIPMENT AND 200 
TON ICE STORAGE FACILITY. 

D. BAN PAE PLANT IN EASTERN THAILAND-200 TON 
CAPACITY(-29 DEGREE CENTIGRADE) COLD STORAGE, 100 TON 
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(0 DEGREE CENTIGRADE) COOLER STORAGE, 10 TON FREEZER, 

100 TON PER DAY ICE-MAKING EQUIPMENT AND 200 TON ICE 
STORAGE FACILITY. 

E. KHON KAEN PLANT IN NORTHEASTERN THAILAND-100 TON 
CAPACITY (-29 DEGREE CENTIGRADE) COLD STORAGE, 50 TON 
(0 DEGREE CENTIGRADE) COOLER STORAGEN 10 TON FREEZER, 

30 TON PER DAY ICE-MAKING EQUIPMENT AND 50 TON ICE STORAGE 
FACILITY. 

2. THESE FIVE PLANTS ARE TO BE COMPLETE WITH ALL 
EQUIPMENT, PIPING, WIRING ACCESSORIES, CONTROLS, ETC. 
INTERESTED FIRMS ARE REQUIRED TO SUBMIT ON OR BEFORE 
JULY 1. 1977 A LETTER OF INTENT AND RESUME OF QUALIFICA- 
TIONS TO MR. SANAN ROAMRAGSA. DIRECTOR, COLD STORAGE 
ORGANIZATION, NEW ROAD, YANNAWA, BANGKOK 12, THAILAND. 

3. THE COLD STORAGE ORGANIZATION WILL MAKE ITS 
SELECTION FROM THE LIST OF QUALIFIED FIRMS WHO WILL BE 
SENT TENDER DOCUMENTS FOR THE SUBMISSION OF THEIR BIDS. 
WHITEHOUSE 


UNCLASSIFIED 


NNN 
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